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THE JOINT CHIEFS OF STAFF 

JOINT INTELLIGENCE COMMITTEE 

WASHINGTON 25, D. C. ? 



JOINT INTELLIGENCE STUDY PUBLISHING BOARD 
LaSalle Building, 1Q34 Connecticut Avenue 
WASHINGTON fL D. C. 


6 May 1946 


STATINTL 


MEMORANDUM FOR: 


Room 5161 New war Department 


Subject: Flow Chart for JISPB 

1. Enclosed are a half dozen copies of a Flow 
Chart for JISPB. If you require any additional copies, we 
can furnish them. We also have a few copies of a much larger 

sizg. 

EDWARD L. ULLMAN 
Director 
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